38. Detail

39. Dendriform columns of the hall. Shafts
nine inches diameter at floor; ceiling
spread twenty feet

S. C. JOHNSON & SON INC., ADMINISTRATION BUILDING.  1936-7
). View through interiorwall of glass tubes

41. Detail: entrance to car park